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ORDINANCE NO. 91-37 


AN ORDINANCE OF THE BOARD OF COUNTY 
COMMISSIONERS OF PALM BEACH COUNTY, FLORIDA, 

AMENDING ORDINANCE NO. 89-28; PROVIDING FOR 
FIRE INSPECTION FEES; PROVIDING FOR REPEAL OF 
LAWS IN CONFLICT; PROVIDING FOR SEVERABILITY; 

PROVIDING FOR INCLUSION IN THE CODE OF LAWS 
AND ORDINANCES; AND PROVIDING FOR AN EFFECTIVE 
DATE. 

WHEREAS, Ordinance No. 89-28 provides for fire inspections and 
plans review; and 

WHEREAS, there is presently a fee for plans review, however, 
there is no fee for inspections of existing structures; and 

WHEREAS, the imposition of an inspection fee is a fair and 
equitable method of offsetting costs of conducting fire 
inspections. 

NOW, THEREFORE, BE IT ORDAINED BY THE BOARD OF COUNTY 
COMMISSIONERS OF PALM BEACH COUNTY, FLORIDA that: 

SECTION 1. 

Section 102.4.5 of Ordinance No. 89-28 is hereby amended to 

read: 

For all work for which plans must be reviewed, 
as set forth in Section 102.4.3 of this Code, 
as amended, and for all services associated 
therewith, a fee shall be paid as required at 
the time of submission of the plans or as 
required services are performed. For all 
inspections conducted pursuant to Section 

101.4.1 of this Code, as amended, a fee shall 

be imposed based upon fixed property use. The 

All fees shall be in accordance with the 
current Palm Beach County Fire-Rescue Plans 
Review Fee Schedule as amended. (Appendix C as 
amended ). 
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SECTION 2. 

Appendix C to Ordinance No. 89-28 is hereby amended to read: 

PALM BEACH COUNTY FIRE-RESCUE FEE SCHEDULE 
I. Plans Review Fees 


A. The following formula, which is based on the 

valuation of the proposed work, will shall be used 

to determine plans review fees. 

Each triplex ef or four-unit. $225.00 flat fee. 

residential structure. 


$0.00 up to $10,000.00. Charge .5% total valuation 

of work. (This works out 
to $5.00 per thousand 
dollars of value.) 

$10,001.00 to $100,000.00. Charge $50.00 for the 

first $10,000.00 and then 
charge .25% of the 
balance of the value. 
(This works out to be 
$2.50 per thousand 
dollars value for the 
balance.) 

$100,001.00 to $500,000.00. Charge $275.00 for the 

first $100,000.00 and 
then charge .125% of the 
balance of value. (This 
works out to be $1.25 per 
thousand dollars of the 
value for the balance.) 

$500,001.00 to $1,000,000.00. Charge $775.00 for the 

first $500,000.00 and 
then charge .0625% of the 
balance of the value. 
(This works out to be $62- 

i/2- cents $ ■ 625 per 

thousand dollars of value 
for the balance.) 

$1,000,000.00 1 and up. Charge $1,087.50 for the 

first million and then 
charge .03125% of the 
balance of the value. 
(This works out to be 

-t/~4- cento $. 3125 per 

thousand dollars of value 
for the balance.) 

B. Set forth below are examples of estimated valuations and 

correlating fees. 


ESTIMATED VALUATION 

$ 2,000.00 and under 

$ 100 , 000.00 
$ 200,000.00 
$ 300,000.00 


PLANS REVIEW FEES 

$ 10.00 
$ 275.00 

$ 400.00 

$ 525.00 
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$ 400,000.00 

$ 

650.00 

$ 500,000.00 

$ 

775.00 

$ 600,000.00 

$ 

837.50 

$ 700,000.00 

$ 

900.00 

$ 800,000.00 

$ 

962.50 

$ 900,000.00 

$1/ 

025.00 

$1,000,000.00 

$1, 

087.50 

$1,100,000.00 

$1/ 

118.75 

$1,200,000.00 

$1, 

150.00 


C. Design Review 

A fee of fifty ($50.00) dollars will be charged for 
design review of drawing or specification. This amount may not be 
refunded. 


D. Civil Drawings 

A fee of twenty-five ($25.00) dollars will be charged for 
the plans review of all civil drawings. 

E. Water Flow Tests 

A fee of fifty ($50.00) dollars shall be paid for all 
flow tests performed by Palm Beach County Fire-Rescue. 

F. Plan Revisions 


The following fees shall apply to the various revisions 
and related services. 

1) Pre-Permit Minor Revision: 

2) Pre-Permit Major Revision: 

3) Post-Permit Minor Revision: 


No charge. 

10% of the original fee. 


4) 


Post-Permit Major Revision: 


5) 

6 ) 


Restamp: 

Invalid Permits: 


Minimum fee of $10.00 
except when value 
increases (then see 

schedule). 

$2.50 per page, with a 
minimum fee of $10.00 
except when value 
increases (then see 

schedule). 

$1.00 per page with a 
minimum fee of $10.00. 

30% of the original fee. 
If construction has 

commenced, payment of a 
fee for the remaining 
construction is based on 
the original schedule. 
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G. Reinspections 


There shall be a twenty-five ($25.00) charge for 
reinspections which require an additional trip to the job site by 
a fire inspector. 

II. Inspection Fees 

The schedule for inspections, based on fixed property 
use, shall be as follows: 

A. PUBLIC ASSEMBLY: 

50 - 299 seating capacity - $55.00 

300 - 1000 seating capacity - $75.00 

Over 1000 seating capacity - $95.00 

B. EDUCATIONAL: 

Day Care/Nurserv - $35.00 

All others_- $60.00 


INSTITUTIONAL; 

All - $150.00 

HOTEL/MOTEL: 

Under 25 units - $ 55.00 


25 - 

100 

units 

- $ 75.00 

Over 

100 

units 

- $125.00 


Under 5,000 so. ft. 

- $ 35.00 

5.000 - 15,000 so. ft. 

- $ 65.00 

Over 15,000 sa. ft. 

- $115.00 

F. INDUSTRIAL, MANUFACTURING 

FACILITIES: 

15,000 sa. ft. and under 

- $ 65.00 

Over 15,000 sq. ft. 

- $115.00 

G. TEMPORARY STRUCTURES: 


All - $35.00 


H. COMMERCIAL LP GAS FACILITIES: 

All - $55.00 


SECTION 3. REPEAL OF LAWS IN 

CONFLICT 


All local laws and ordinances applying to the unincorporated 
area of Palm Beach County in conflict with any provisions of this 
ordinance are hereby repealed. 


SECTION 4 . SEVERABILITY 

If any section, paragraph, sentence, clause, phrase, or word 
of this ordinance is for any reason held by the Court to be 
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unconstitutional, inoperative or void, such holding shall not 
affect the remainder of this ordinance. 


SECTION 5. INCLUSION IN THE CODE OF LAWS AND ORDINANCES 

The provisions of this ordinance shall become and be made a 
part of the code of laws and ordinances of Palm Beach County, 
Florida. The Sections of the ordinance may be renumbered or 
relettered to accomplish such, and the word "ordinance" may be 
changed to "section," "article," or any other appropriate word. 

8ECTION 6. EFFECTIVE DATE 

The provisions of this ordinance shall become effective on 
October 1, 1991. 

APPROVED and ADOPTED by the Board of County Commissioners of 

Palm Beach County, Florida, on the l?th _ day of September _, 

1991. 


APPROVED AS TO FORM AND 
LEGAL SUFFICIENCY 


Byv 




County Attorney 


PALM BEACH COUNTY, FLORIDA, BY ITS 
BOARD QF COUNTY COMMISSIONERS 




Chairman .' r ' • •; 

j6hn B. bLJ-NKLE, CLERK . 

Board of County Commissioners. 

ByP 

DEPUTY CLERK • / ; 

."* t — '4. ■ + 

..It'*' 

■ '. r l ' 0 :: V 0"' . •' 


Acknowledgement by the Department of State of the State of 

Florida, on this, the Z3_Rp day of _ > 

1991. 

Acknowledgement from the Department of State received on 

the 2. 'Ltil _day of \ • heft _ • 1991, at ) f/f ? M., 

and filed in the Office of the Clerk of the Board of County 
Commissioners of Palm Beach County, Florida. 


fireinsp.ord 


5 






















